04/08/2020 Radioactive 


Discover ¥ Login Signup 
) LH 








Radioactive 


@23 W1 w®?2 


Chapter 1 by Loghan.B 

JULY 8, 2267. LANCING MICHIGAN. " Get down trapper" Said Sarge. A trapper was a type of 
alien that trapped humans for testing. The aliens invaded earth 20 years ago. The army bases 
were over run. No one knew what to do. Are guns and missles didn't do crap. Then they 
attacked the radioactive waste dumps putting that in their guns then shooting humans turning 
them into mutants. It was choas. people tried to fight back we got some of their guns and ammo 





but not enough. The trapper heard them." Crap" Said Delta" Run!" Yelled sarge. They were to 
slow. The trapper fired catching Delta in a net. 


Chapter 2 by Jim (F 


When Delta was being captured Sarge ran after her. Sarge fired one of the harpoon guns in his 





pouch and broke the net. Delta climbed out un-noticed. 
When they ran back to base it seemed... to quiet... to empty..... 
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